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CENTRAL INTELLIGENCE AGENCY 

WASHINGTON, D. C. 20505 


Executive Registry 

< u-y° W 


OFFICE OF THE DIRECTOR 




18 July 1973 


MEMORANDUM FOR: The Secretary of Defense 

SUBJECT: Designation of Mr. John J. Hicks, Director of 

the National Photographic Interpretation Center 
(NPIC) 


Mr. Arthur C. Lundahl is scheduled for retirement on 
20 July 1973. With your concurrence, I will designate 
Mr. John J. Hicks, now Executive Director of NPIC, as the new 
Director of the Center. [ 


Vernon A. Walters 

Lieutenant General , USA 25X1A 

Acting Director 

Attachment: 

Biographic Information 
CONCUR: 
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